CABLE CROSS REFERENCES LIST 

July 1970 




mmm 



Cable Cross References List 



EDP 


BC 


DESCRIPTION 


MODULE 




USED 




NUMBER 


NUMBER 


Cable Type 


Function 


ENDING 


LENGTH 


ON 


REMARKS 


70-5040 




Ribbon 


Indicator Cable 


see remarks 




RM09 


5 Cable Set - (5) W027 (R) 43-022-04 


70-5061 




36 Strd. Wire 


Cable Assy 


(1)W991 




PA61A 




70-5062 




20 Cond. 


Punch 


(1)W990 


25 Ft. 


PP67A 








Belden 


Cable 


(1)DB25 
Plug 




PP67B 




70-5063 




20 Cond. 
Belden 


Reader 
Cable 


(2) W990 


25 Ft. 


PR68A 




70-5075 




22AWG 
Solid Wire 


Cable Assy 


(2) W028 




KW08S 




70-5128 




3 Cond. 
Mohawk 


Power 
Cable 


(1) 12-3485 


25 Ft. 


Variable 


AC Power Cable 
Three Prong Plug 


70-5140 




Strd. Wire 


Wiring 
Harness 


(4)W071 




70-5117 
70-5836 




70-5148 




32 Cond. 


Display 


(2) W020 




338 








Round Coax 


Button Box 


(1) 12-4985 
(1) 12-3505 
(1) 12-4872 
(1) 12-4073 




339 




70-5239 


BC02F-1 


1 8 Cond. 
Ribbon 


MCP 


(1)W023 
(1)W018 


12 in. 


TC02 




70-5240 






Type 
Setting . 
Power 
Punch 


(1) 12-1265 
(1) 12-3490 


9 Ft. 


PP67A 
PP67A 




70-5283 




20 Cond. 
Belden 


Reader 

Punch Set 


(3) W990 
(1)DB25 
Plug 






Made up from cables 70-5062, and 70-5063 


70-5288-2 




Strd. Wire 


Teletype 
Cable 


(1)W070 
(1)4915 


12 Ft. 


PDP-8S 


Obsolete 


70-5288-3 




Strd. Wire 


Teletype 
Cable 


(1)W070 
(1)4915 


26 Ft. 


PDP-8S 


Obsolete 



Cable Cross References List 



EDP 


BC 


DESCRIPTION 


MODULE 




USED 




NUMBER 


NUMBER 


Cable Type 


Function 


ENDING 


LENGTH 


ON 


REMARKS 


70-5288-4 




Strd. Wire 


Teletype 
Cable 


(1)W070 
(1)4915 


18 Ft. 


PDP-8S 


Obsolete 


70-5289-4 




Round Coax 


I/O Cable 


(2) W028 




PDP-8S 




70-5313-1 


BC09A-2 


36 Pair 
Cable 


I/O Cable 


Remarks 


2 Ft. 


PDP-9 


See prints for W850 Assembly for 


70-5313-2 


BC09A-7 


36 Pair Cable 


I/O Cable 


Remarks 


7 Ft. 


PDP-9 


Module Endings 


70-5313-3 


BC09A-10 


36 Pair Cable 


I/O Cable 


Remarks 


10 Ft. 


PDP-9 


See prints W850 Cable Connector 


70-5313-4 


BC09A-15 


36 Pair Cable 


I/O Cable 


Remarks 


15 Ft. 


PDP-9 


(4) W850 


70-5313-5 


BC09A-25 


36 Pair Cable 


I/O Cable 


Remarks 


25 Ft. 


PDP-9 


(2) 74-5560 


70-53 13-6 


BC09A-A0 


36 Pair Cable 


I/O Cable 


Remarks 


100 Ft. 


PDP-9 


(2) 74-5639 


70-5313-7 


BC09A-3 


36 Pair Cable 


I/O Cable 


Remarks 


3 Ft. 


PDP-9 


(2) 74-5648 


70-5313-8 


BC09A-4 


36 Pair Cable 


I/O Cable 


Remarks 


4 Ft. 


PDP-9 


(2) 74-6253 


70-5313-9 


BC09A-5 


36 Pair Cable 


I/O Cable 


Remarks 


5 Ft. 


PDP-9 


(2) 74-6253 


70-5313-10 


BC09A-13 


36 Pair Cable 


1/0 Cable 


Remarks 


13 Ft. 


PDP-9 


(2) 74-6253 


70-5313-11 


BC09A-50 


36 Pair Cable 


I/O Cable 


Remarks 


50 Ft. 


PDP-9 


(2) 74-6253 


70-5316 




Red Micro 


Timing 


(1)W023 




DF32 








DOT 


Head 
Cable 


(1) 12-2625 




DS32 




70-5372 




Flex print 


Cable Set 








Console set 14-16 cables 


70-5374-3 




Coax cable 


34(H) 
Monitoring 


(2) BNC 
Conn. 


13 Ft. 


PDP-9 




70-5376 




Strd. Wire 


Wiring 
Harness 


Various 




PDP-9 




70-5408 




Flex print 


HP09A 


Remarks 




PDP-9 


(6) W033 (2) W034 (2) W03 1 (2) G795 


70-5417 




1 9 Cond. 
Ribbon 


Memory 
Cable 


(1)W028 
(1)W021 


4 in. 


PDP-9 




70-5417-1 




1 9 Cond. 
Ribbon 


Memory 
Cable 


(1)W028 
(1)W021 


60 in. 


PDP-9 




70-5427 




3 Cond. 


Power 


(1) 12-3485 


25 Ft. 










Mohawk 


Cord 


(1) 12-4692 









Cable Cross References List 



EDP 
NUMBER 


BC 
NUMBER 


DESC 
Cable Type 


RIPTION 

Function 


MODULE 
ENDING 


LENGTH 


USED 
ON 


REMARKS 


70-5440 




Coax Cable 


34 H 


(l)WOll 


6.5 in. 


PDP-9 




70-5444 




Coax Cable 


Conn. 

34 H Input 

Cable 


(1)74-5933 

(l)BNC 

(l)INS 


13 Ft. 


PDP-9 




70-5449-1 




Flex print 


KG09A 


double plug 




PDP-9 




70-5449-2 




Flex print 


KG09B 


Remarks 






(1) G795 (1) W031 (2) W034 (4)G796 


70-5449-3 




Flex print 


KX09-A 


Remarks 






(2) W033 

(2) G795 (2) W031 (2) W034 (4) G796 


70-5450 
70-5451 
70-5452 
70-5454 




Flex print 
Flex print 
Flex print 
#22 AWG 


MM09A 

MM09B 

MM09C 

Head 

Selector 


(12)W033 
(12)W033 
(12)W033 
(2) W025 
(1) cover 




PDP-9 
PDP-9 
PDP-9 
RM09 


(2) W033 
Cable Set (6) 
Cable Set (6) 
Cable Set (6) 
(1)DB512 26 cover 


70-5459-5 




1 9 Cond Tape 


Cable 


(1)W250 


37 in. 


RF08 




70-5459-10 




Ribbon 

1 9 Cond Tape 


Assy 
Cable 


(1)W012 
(1)W250 


49.5 in. 


RMIOB 




70-5459-12 




Ribbon 

1 9 Cond Tape 


Assy 
Cable 


(1)W012 
(1)W250 


56.5 in. 


VPIO 




70-5469-2 




Ribbon 

1 9 Cond Tape 

Ribbon 


Assy 
Cable 

Assy 


(1)W012 
(2) G796 


60 in. 


DCIO 




70-5472 






CROIC 

Cable 




10 Ft. 




See CROIC Assy Print 


70-5486 






Short 
Plug 


(l)plug 
P-306-OCT 






Plug wired internally 


70-5496 




Flex print 


DM09A 


(10)W033 




PDP-9 




70-5514 






Power 
Cable 


(1) 12-9010 


25 Ft. 


RF08 





Cable Cross References List 



EDP 


BC 


DESCRIPTION 


MODULE 




USED 


REMARKS 


NUMBER 


NUMBER 


Cable Type 


Function 


ENDING 


LENGTH 


ON 




70-5521 




6 Cond. 
Cable 


I/O Cable 


(2) 1032 


25 Ft. 


343 




70-5528-1 






Console 
Cable 




5 Ft. 


PDP-9 




70-5541 




Round Coax 


Cable Assy 


(2)W021 






Will be a BC03C if flat coax is used 


70-5541-5 




Round Coax 


Console 
Cable Assy 


(2)W021 




TU20 


Will be a BC03C if flat coax is used 


70-5543 




18AWG 
Strd Wire 


Plotter 
Cable 


(1)W023 
(1)SK-19- 

2IC-V2 








70-55501 


BC03E-6 


Shielded 


I/O Cable 


(2)W031 


6 Ft. 






70-5550-2 


BC03E-8 


Flexprint 


I/O Cable 


(2)W031 


8 Ft. 






70-5550-3 


BC03E-10 


Maylar 


I/O Cable 


(2)W031 


10 Ft. 






70-5550-4 


BC03E-12 


Maylar 


I/O Cable 


(2)W031 


12 Ft. 






70-5550-5 


BC03E-3 


Maylar 


I/O Cable 


(2)W031 


3 Ft. 






70-5550-6 


BC03E-4 


Maylar 


I/O Cable 


(2)W031 


4 Ft. 






70-5550-7 


BC03E-5 


Shield Flex 


I/O Cable 


(2)W031 


5 Ft. 






70-5550-9 


BC03E-9 


Maylar 


I/O Cable 


(2)W031 


9 Ft. 






70-5550-15 


BC03E-6 


Maylar 


I/O Cable 


(2)W031 


6 in. 


9L 




70-5552-1 


BC02S-10 


19 Cond. 
Ribbon 




(2) W023 


1 20 in. 


AM08 
TU20 


Jumpers sleeving 


70-5556 




Strd Wire 


Cable Assy 


(2)W092 
(1)200458-3 


12 in. 






70-5557 




Strd Wire 


Cable Assy 


(2) W092 
(1)200458-3 


12 in. 


RC09 




70-5558 




1 8 Cond. 
Ribbon 


Cable Assy 


(2) W023 
(1)W018 


20 in. 


RC09 




70-5560 




1 8 Cond. 
Ribbon 


Head 
Selector 


Remarks 


29 in. 


RC09 


(2)W025,(2)AN3057-16(2) 115-114P 


70-5588 




20 Cond. 


CR8I 


(1)W991 


8 Ft. 










Ribbon 


Cable 


(1)12-3466 









Cable Cross References List 



EDP 


BC 


DESCRIPTION 


MODULE 




USED 




NUMBER 


NUMBER 


Cable Type 


Function 


ENDING 


LENGTri^ 


ON 


REMARKS 


70-5598 




Flexprint 


I/O Cable 


(2) G795 


120 in. 


339 




70-5600 


BC02F-1.5 


1 8 Cond. 
Ribbon 


Cable Assy 


(1)W023 
(1)W018 


18 in. 


RC09 




70-5601 


BC02S-.83 


18 Cond. 
Ribbon 


Cable Assy 


(2) W023 


10 in. 


RC09 


Jumpers no sleeving, wired point to point 


70-5606 




Mohawk 72 
cond 


Line printer 
cable 


(2) W850 
(1) 115-114P 


25 Ft. 


LP08 




70-5612 




Telephone 
Cable 


24 AWG 

25 pair 


(4) W023 


14 Ft. 


DCIOA 




70-5639 




15 Cond. 
Belden 


Data Set 
Cable 


(1)W023 
(1)D025P 
(Plug) 


25 Ft. 


637 


Requires (1) DB51226 cover 


70-5640 






W.L.S. 


(4) D050P 




637 










Jumper 


(4)OD51216-l 




DPOIA 


Wired Internally 








Plug 










70-5673 




22AWG 
Wire 


Cable Assy 


(2) W991 


12 in. 


PA60B 




70-5676-1 




6 Cond. 
Belden 


TTY Cable 


(1)4915 
(1)W076 


12 Ft. 


ASR33 
ASR35 




70-5676-2 




6 Cond. 
Belden 


TTY Cable 


(1)4915 
(1)W076 


18 Ft. 


ASR33 
ASR35 




70-5691 




22AWG 


Analog 


(1) 12-5730 












Strd Wire 


Output Assy 


(48) 12-5732 


24 in. 






70-5695 




9 Cond. 


Display 


(1)W020 












Ribbon 


Cable 


(1) 143-010-04 


10 in. 


MXIO 




70-5702 




3 Cond. 
Mohawk 


Power 
Cable 




25 Ft. 






70-5703 




22 AWG 


Analog 


(1) 12-5730 




AA07 


Analog output assembly 






Strd Wire 


Cable 


(80)12-5732 


24 in. 






70-5717 




5 Cond 
Belden 


Data 
Cable 


Remarks 


25 Ft. 


PT08P 


( 1 ) W023 ( 1 ) DB25P ( 1 ) DB-5 1 22B-1 



Cable Cross References List 



EDP 


BC 


DESCRIPTION 


MODULE 




USED 




NUMBER 


NUMBER 


Cable Type 


Function 


ENDING 


LENGTH 


ON 


REMARKS 


70-5732 




lOCond 
Flexprint 


8ISwt 
Board 


(1)54-4515 
(2)G793 


Remarks 


81 


A=32y2" B=35%" A is shielded 


70-5732-1 




19Cond 
Flexprint 


8ISwt 
Board 


(1)54-4519 
(1)G793 


Remarks 


8IP 


A=58" B=59" A is shielded 


70-5746 




19Cond 


81 Light 


(1)54^519 


Remarks 


81 


h.=2TA" B=38>/2" C=44" D=42'/2" 






Flexprint 


Board 


(4) M900 








70-5753 




Strd Wire 


81 Fan 
Harness 






81 


See print for description of harness 


70-5762 




19Cond. 
Flexprint 


81 Power 
Card 


(1)G792 
(1)54-4517 


23y4 in. 


81 




70-5770-1 


BC03F-.25 


Flexprint 


Cable 


(1)W033 


% in. 


MM8I 




70-5771 




Coax 


Display 
Cable 


Remarks 


78 in. 


VC8I 


Cable Assy: (2) UG-175/V (2)813-822 
(1) 126-196 (1) 274MB (1)W020 


70-5772 




Coax 


Display 
Cable 


Remarks 


78 in. 


VC8I 


Cable Assy: (2) UG-175U (2) 83-822 
(1)W020 


70-5779 




Flexprint 
19Cond. 


Swt Assy 


(1)54-4572 
(2) G793 


Remarks 


81 


A=12" B=12" A is shielded 


70-5780 




Flexprint 


DCPWR 
Cable 


(1)G792 
(1)54-4517 


67 in. 


704B 




70-5792 




Flexprint 


PCO 

Cable 


(1)W033 
(1)W077 


87>/2 in. 


PCO 


Replaced in new modules by 70-6281 


70-5797 




9Cond 
Coax 


Transport 
Bus 


(2) W841 


15 Ft. 


TU30 




70-5805 




22AWG 
Strd Wire 


Winchester 
Cable 
Harness 


(1)12-5730 
(104) 

12-5732 




AM03/H302 




70-5814 




20 Cond. 
Ribbon 


Cable 
Assy 


(20)W023 


40 in. 


VA38 




70-5815 




20 Cond. 
Ribbon 


Cable 

Assy 


(1)259-80-90 
226(1)W023 


18 in. 







Cable Cross References List 



EDP 


BC 


DESCRIPTION 


MODULE 




USED 




NUMBER 


NUMBER 


Cable Type 


Function 


ENDING 


LENGTH 


ON 


REMARKS 


70-5816 




20 Cond 
Ribbon 


Cable 
Assy 


Remarks 


18 in. 




(1)W023 (1)259-80-90-226 


70-5818 




Flexprint 


Cable 
Set 


(10)W033 




637 
PDP9 




70-5820-1 


BC03B-4 


Flat Coax 


Cable Conn 


(l)WOll 
(1)W021 


4 Ft. 


Var. 


Ribbon Coax 


70-5820-2 


BC03B-8 


Flat Coax 


Cable Conn 


(l)WOll 
(1)W021 


8 Ft. 


Var. 




70-5820-3 


BC03B-6 


Flat Coax 


Cable Conn 


(l)WOll 
(1)W021 


6 Ft. 


Var. 




70-5820-4 


BC03B-9 


Flat Coax 


Cable Conn 


(l)WOll 
(1)W021 


9 Ft. 


Var. 




70-5820-5 


BC03B-15 


Flat Coax 


Cable Conn 


(l)WOll 
(1)W021 


15 Ft. 


Var. 




70-5890 






Extended 
Memory 
Set 


(1)70-6414-2 
(2)BCOB-5 




MM15 




70-5893 




24 Cond. 
Belden 


Reader Cable 


(2)M908 


25 Ft. 


PP68B 




70-5894 






Harness 


Expendable 




PDP-1 1 




70-5939 




22AWG 
Wire 


Multiplex 
Cable 


(2)12-5729 

(192 

12-5731 


19 in. 


H302 


Multiplex input cable 


70-5943 




36 pair 


CR30B 


(1)12-3466 




CR03B 








24AWG 


Cable Assy 


(1)74-6779 


12'/2in. 






70-5968 




Flexprint 


Cable Set 


Remarks 


Var. 


9L 


(6)W033 (4)W034 (20)W031 


70-5969-1 




22AWG 
Strd Wire 


Amp Cable 


(2)57-30140 


2 Ft. 


H303 




70-5969-2 




22AWG 
Strd Wire 


Amp Cable 


(2)57-30140 


3 Ft. 


H303 





Cable Cross References List 



EDP 


BC 


DESCRIPTION 


MODULE 




USED 






NUMBER 


NUMBER 


Cable Type 


Function 


ENDING 


LENGTH 


ON 


REMARKS 




70-5969-3 




22 AWG 

Strd Wire 


Amp Cable 


(2)57-30140 


4 Ft. 


H303 






70-5977 




Coax Cable 


Input 
Cable 


(2) BNC 
31-202 




ADCl-A 






70-5987 




Flexprint 


Assy 


(1)54-8018 
(7)W033 


Var. 


9L 


Switchboard 




70-5988 




Flexprint 


Assy 


(1)54-8020 
(7) W037 


Var. 


9L 


Lightboard 




70-6008 




Flexprint 


Assy 


(1)54-8114 
(4) M900 


Var. 


PDP12 


Light board 




70-6009 




Flexprint 


Assy 


(1)54-8112 
(4) G793 


Var. 


PDP12 


Switch board assy 




70-6027 




18 AWG 

Micro Dot 


Cable Assy 


(2) W023 


6 Ft. 6 in. 


VS38 






70-6028-1 




8774 
Belden 


Cable Assy 


(1)G783 


93 in. 


PDP12 






70-6028-2 




8774 
Belden 


Cable Assy 


(1)G783 


103 in. 


PDP12 






70-6037 




Harness 


Cable Power 


None 


Var. 


PDP12 


AC power cable 




70-6038 




Harness 


Cable Power 


None 


Var. 


PDP12 


AC power cable 




70-6065 




3 Cond 
Belden 


Small 
12 Cable 


(1)12-4660- 
267 


4 Ft. 


XLOl 






70-6068-3 




Flexprint 


Cable Assy 


(1)M901 

(2) W077 


3 Ft. 


6801 






70-6068-15 




Flexprint 


Cable Assy 


(1)M901 
(2) W077 


15 Ft. 


6801 






70-6074-4 




Flexprint 


Cable Assy 


(2)M901 


4 Ft. 


6801 






70-6074-6 




Flexprint 


Cable Assy 


(2)M901 


7 Ft. 


6801 






70-6094-1 




Flat Coax 


Cable 


(2)M917 


5'/4 in. 


PDP15 


9 Cond flat coax 




70-6094-1 




Flat Coax 


Cable 


(2)M917 


13'/4in. 


PDP15 


9 Cond flat coax 




70-6111-1 




Flexprint 


Logic Cable 


(2) M901 


6 in. 


POP 12 


3 cables make plus (6)70-61 1 
up one set 


1-4 make 



Cable Cross References List 



EDP 


BC 


DESCRIPTION 


MODULE 




USED 




NUMBER 


NUMBER 


Cable Type 


Function 


ENDING 


LENGTH 


ON 


REMARKS 


70-6111-4 




Flexprint 


Logic Cable 


(2) M903 


6 in. 


PDP-12 


Each cable = BC08A-.5 
6 cables to a set 


70-6113 




Strd Wire 


Power 
Harness 




Var. 


715 




70-6118-6 




15 Cond 
Belden 


Test Cable 


Remarks 


6 in. 


DC08F 


(1)W853 (1)DB51226-1 (1)12-4975 


70-6121-1 


BC02S-3 


19 Cond 
Ribbon 


Cable 


(2)W023 




6801 


No jumper No sleeving pin V jumpered 
to another (see prints on this cable) 


70-6126-1 




Flexprint 


Reader 
Cable 


(1)M901 
(1)W033 


50 in. 


PR8L 




70-6136 




Flexprint 


Cable Set 


Remarks 


Var. 


RCIO 


(12)W250 (20)G796 (12)W012 


70-6140 




Flexprint 


Cable Set 


(11)W250 
(11)W012 


Var. 


DFIO 




70-6145 




Flexprint 


Punch Cable 


(1)M901 
(1)W033 


50 in. 


PP8L 




70-6164 




Strd Wire 


Cable 
Harness 




Var. 


KAIO 




70-6165 




Strd Wire 


Cable 
Harness 




Var. 


KAIO 




70-6166 




Strd Wire 


Cable 
Harness 




Var. 


KAIO 




70-6167 




22 AWG 

Wire 


Precision 
P S Cable 


(1)W023 


12 in. 


POP 12 




70-6168 




Strd Wire 


Cable 
Harness 




Var. 


KAIO 




70-6169 




Strd Wire 


Cable 
Harness 




Var. 


KAIO 




70-6182 




Flexprint 


Cable Set 


Remarks 


Var. 


9L 


(1)G783 (13)W031 (2)W021 (2)W028 


70-6186 




14 Wire 


Logic 
Power Cable 


Remarks 


45 '/2 in. 


PDP12 


(1)G780 (1)12-9351-12 
(10)12-9378-1 



Cable Cross References List 



EDP 


BC 


DESCRIPTION 


MODULE 




USED 




NUMBER 


NUMBER 


Cable Type 


Function 


ENDING 


LENGTH 


ON 


REMARKS 


70-6187 




Flexprint 


Swt Panel 

Assy 


Remarks 


21V2in. 


RS08 


(1)W077 (1)54-4549 (1)74-648 


70-6192-1 




Strd Wire 


Cable 
Harness 




Remarks 


DF32 


Harness 


70-6197 




22 AWG 


Harness 


(1)M908 
(1)54-8003 


36 in. 


RS08M 


Timing track 


70-6221 




90-8144 


Data head 


(4)W033 




RF08 








91-5692-1 


Harness 


(16)55-8250 
(4)50-4478 




RF09 




70-6222 




91-5692-1 


Sw. Control 
Pnl Assy 


(1)54-8500 
(1)M922 


27 in. 


TU56 




70-6214 




Coax 


Panel to 
Scope 


(2)31-002 
Plugs 


3 Ft. 


VPIO 




70-6222 




Flexprint 


Swt Plate 


M922 








70-6223 




20 Cond. 
Ribbon 


Inter 
Cable 


(2)M908 


5 Ft. 


TU56 




70-6227 




Strd Wire 


DC Harness 






MAIO 




70-6231 




Harness 


DC Power 
Cable 




Remarks 


PDP12 


Line tape DC power 


70-6235 




22 AWG 
Bus Wire 


Display 
Cable 


Remarks 


15 Ft. 


VP09 


(1)W028 (1)12-9555(1)12-3002 


70-6238 




8778 
Belden 


Scope 
Cable 


(1)G783 
(1)12-3466 


60 in. 


PDP12 


Internal scope cable 


70-6242 




Strd Wire 


Harness 


None 




VR12 


Main Chassis Harness 


70-6244 




Strd Wire 


Power 
Harness 


None 




724 




70-6251 




Strd Wire 


Scope Cable 


Remarks 




VT02 


(12)5886 (12)9573 (1)G770 


70-6254-1 


BC12A-25 


8778 
Belden 


External 
Scope 


(1)12-3466 
(1)12-9277 


25 ft. 


PDP12 




70-6254-2 


BC12A-50 


8778 
Belden 


External 
Scope 


(1)12-3466 
(1)12-9277 


50 Ft. 


PDP12 





Cable Cross References List 



EDP 
NUMBER 


BC 
NUMBER 


DESC 
Cable Type 


RIPTION 

Function 


MODULE 
ENDING 


LENGTH 


USED 
ON 


REMARKS 


70-6254-3 


BCl 2A-A0 


8778 
Bclden 


External 
Scope 


(1)12-3466 
(1)12-9277 


100 Ft. 


PDP12 




70-6254-4 


BC12A-A5 


8778 
Belden 


External 
Scope 


(1)12-3466 
(1)12-9277 


150 Ft. 


PDP12 




70-6254-5 


BC12A-B0 


8778 
Belden 


External 
Scope 


(1)12-3466 
(1)12-9277 


200 Ft. 


PDP12 




70-6260-1 




844 
Belden 


Cable Assy 


Remarks 


9 Ft. 


LT37 


(1)12-5885 (1)12-4975 (1)12-5857 


70-6266-1 




Extension 
Cord 


Remarks 


None 


9 Ft. 


RS08 


Cable line filter expendable 


70-6266-2 




Extension 
Cord 


Remarks 


None 


9 Ft. 


RS08 


Cable line filter expendable 


70-6267 




lOCond. 


Photo 


(1)W077 


11 in. 


PCO 




70-6276 




Flexprint 
18AWG 


Trans Assy 


(1)54-8306 












Strd Wire 


Power t 
Cable 


(1)12-9572 


10 Ft. 


RMIOB 


Drum Power Cable 


70-6277 




14AWG 
Strd Wire 


DC Power 
Cable 


(1)12-9571 
(1)12-9570 


42 in. 


RMIOB 




70-6278 




91-7700 


Signal 


(2)12-9569 














Cable 


(A/R) 12- 
9358 


5 Ft. 


RMIOB 




70-6281 




Flexprint 


I/O Cable 


(1)W077 
(1)W037 


5 Ft. 


PCO 




70-6286-1 






Line Term 


(1)W023 




DC08B 


Cable line terminator 


70-6286-2 






Line Term 


(1)W023 




DC08B 




70-6286-3 






Line Term 


(1)W023 




DC08B 




70-6286-4 






Line Term 


(1)W023 




DC08B 




70-6286-5 






Line Term 


(1)W023 




DC08B 




70-6286-6 






Line Term 


(1)W023 




DC08B 




70-6286-7 






Line Term 


(1)W023 




DC08B 





Cable Cross References List 



EDP 


BC 


DESCRIPTION 


MODULE 




USED 




NUMBER 


NUMBER 


Cable Type 


Function 


ENDING 


LENGTH 


ON 


REMARKS 


70-6286-8 






Line Term 


(1)W023 




DC08B 




70-6289 




8778 
Belden 


Display 
Cable 


Remarks 


15 Ft. 


KV8I 


(1)G778 (1)12-9573 (1)12-5886 
(1)12^649 


70-6303 




24AWG 

Strd Wire 


Signal 
Cable 


(2)H352 


25 Ft. 


RMIOB 


36 Twisted pair 


70-6306 




Harness 


PS 

Harness 






VR12 




70-6309 




Harness 


Wire 
Harness 






PCO 




70-6310 
















70-6311 




Harness 


Wire 
Harness 






PCO 




70-6316 




20 Cond. 
Ribbon 


Cable 
Assy (7T) 


Remarks 


64 in. 


TU30 


(2)G784 (1)12-5729 (79)12-5731 
7 Track cable assy 


70-6317 




20 Cond. 
Ribbon 


Cable 
Assy (9T) 


Remarks 


60 in. 


TU30 


(DG784 (1)12-5729 (79)12-5731 
9 Track cable assy 


70-6324 




Harness 


Power 
Harness 






PDP15 




70-6325 




Flexprint 


Swt Board 
Assy 


(1)54-8392 
(1)M915 


Var. 


RC15A 




70-6332 




8778 
Belden 


Remarks 


(1)G770 
(1)G769 


Var. 


VT02 


KV81/VT02 Cable 


70-6345 




24 Cond. 


Punch 


(1)M908 












Belden 


Cable 


(1)12-3466 


25 Ft. 


PP676 




70-6365-1 




14AWG 
Strd Wire 


Power 
Cable 


Remarks 


4 Ft. 


PDP12 


Optional logic power cable 
(6)12-9378-1 (1)12-9351-9 


70-6365-2 




14AWG 
Strd Wire 


Power 
Cable 


Remarks 


5 Ft. 


PDP12 


Optional logic power cable 
(6)12-9378-1 (1)12-9351-9 


70-6365-3 




14AWG 
Strd Wire 


Power 
Cable 


Remarks 


6 Ft. 


PDP12 


Optional logic power cable 
(6)12-9378-1 (1)12-9351-9 



Cable Cross References List 



EDP 
NUMBER 


BC 
NUMBER 


DESC 
Cable Type 


RIPTION 

Function 


MODULE 
ENDING 


LENGTH 


USED 
ON 


REMARKS 


70-6365-4 




14AWG 
Strd Wire 


Power 
Cable 


Remarks 


8 Ft. 


PDP12 


Optional logic power cable 
(6)12-9378-1 (1)12-9351-9 


70-6365-5 




14AWG 
Strd Wire 


Power 
Cable 


Remarks 


10 Ft. 


POP 12 


Optional logic power cable 
(6)12-9378-1 (1)12-9351-9 


70-6365-6 




14AWG 
Strd Wire 


Power 
Cable 


Remarks 


12 Ft. 


PDP12 


Optional logic power cable 
(6)12-9378-1 (1)12-9351-9 


70-6372 




20 Cond. 
Belden 


Lgt Board 

Assy 


(2)W023 
(1)54-8230 




RS09 




70-6388 




19 Cond. 
Flexprint 


Lgt Board 

Assy 


(1)M916 
(1)54-8394 




POP 15 




70-6401 
70-6409 




Flexprint 
Flexprint 


Power 
DNK 






PDP15 


Light board assy (1)54-8458 (4)G775 
(Has potential for 45 variations, see 
prints for variations) 


70-6409-1 




Flexprint 


Lgt Board 

Assy 


(1)54-8458-1 
(4)G775 


A/R 


RF09 




70-6409-2 




Flexprint 


Lgt Board 

Assy 


(1)54-8458-2 
(4)G775 


A/R 


VT15 




70-6409-3 




Flexprint 


Lgt Board 

Assy 


(1)54-8458-3 
(2)G775 


A/R 


RK08 




70-6409-4 




Flexprint 


Lgt Board 

Assy 


(1)54-8458-4 
(4)G775 


A/R 


PDP-15 




70-6409-5 




Flexprint 


Lgt Board 

Assy 


(1)54-8458-5 
(2)G775 


A/R 


TC08 




70-6409-6 




Flexprint 


Lgt Board 

Assy 


(1)54-8458-6 
(4)G775 


A/R 


RP09 




60-6409-7 




Flexprint 


Lgt Board 

Assy 


(1)54-8458-7 
(4)G775 


A/R 


RP09 




70-6409-8 




Flexprint 


Lgt Board 

Assy 


(1)54-8458-8 
(3)G775 


A/R 


TCI 5 




70-6409-9 




Flexprint 


Lgt Board 

Assy 




A/R 


NH02 





Cable Cross References List 



EDP 


BC 


DESCRIPTION 


MODULE 




USED 




NUMBER 


NUMBER 


Cable Type 


Function 


ENDING 


LENGTH 


ON 


REMARKS 


70-6409-10 




Flexprint 


Lgt Board 

Assy 




A/R 


LP15 




70-6409-1 1 




Flexprint 


Lgt Board 

Assy 




A/R 


RP15 




70-6409-12 




Flexprint 


Lgt Board 

Assy 




A/R 


RP15 




70-6414-1 




Flexprint 


Cable Assy 


(2)M918 


§Ft. 


PDP15 




70-6414-2 




Flexprint 


Cable Assy 


(2)M918 


6 Ft. 


PDP15 




70-6419 




3 Wire 


Cable Assy 


(1)12-3485 


25 Ft. 


RS08 


50 Cycle 


70-6425 




Harness 


Remarks 






PDP15 


Main wiring harness 


70-6430 




22 AWG 

Wire 


Cable Assy 


(1)W023 


2 Ft. 


893 




70-6434 




Flexprint 


Swt. Plate 

Assy 


Remarks 




RS09 


(1)54-8339 (1)W023 (2)74-7232 


70-6437-2 




Flexprint 


Dual Mylar 
Cable 


(2)M922 


2 Ft. 


PDP-1 5 




70-6437-3 




Flexprint 


Dual Mylar 
Cable 


(2)M922 


3 Ft. 


PDP-15 




70-6437-5 




Flexprint 


Dual Mylar 
Cable 


(2)M922 


5 Ft. 


PDP-1 5 




70-6437-6 




Flexprint 


Dual Mylar 
Cable 


(2)M922 


6 Ft. 


PDP-1 5 




70-6437-7 




Flexprint 


Dual Mylar 
Cable 


(2)M922 


7 Ft. 


PDP-15 




70-6438 




Flexprint 


Remarks 


Remarks 




RF09 


Selection panel assy (1)54-8456 (1)M914 
(1)74-7487 


70-6463 




72 Cond 
Coax 


10 Cable 


Remarks 


25 Ft. 


RP09 


(2)W854 (1)12-9645 (4)12-4928 
(1)12-9648 


70-6464 




5 Cond 


Power Cable 


(1)12-9643 
(1)12-4893 


25 Ft. 


RP09 





Cable Cross References List 



EDP 


BC 


DESCRIPTION 


MODULE 




USED 




NUMBER 


NUMBER 


Cable Type 


Function 


ENDING 


LENGTH 


ON 


REMARKS 


70-6465-1 




72 Cond 
Cable 


Disk Special 
Cable 


(1)12-9645 
(1)12-9644 


8 Ft. 


RP02 




70-6474 




Strd Wire 


DC Power 
Harness 


Expendable 




RF08 




70-6481 




(1)6 Ft Power 
Cord 


Power Cord 




6 Ft. 


RS08 




70-6518 




No. 20 Strd 
Wire 


Power 
Harness 


(6)G772 
(8)12-9378-1 


12 in. 


PDP-1 1 




70-6542 




No. 8778 
Belden 


Conn Cable 


(1)G770 
(1)74-7615 


6 Ft. 


VT02 




70-6544 




No. 8778 
Belden 


Conn Cable 


(2)G770 


10 Ft. 


VT02 




70-6546 




Strd. Wire 


Fan Harness 


(8)12-9378-1 
(1)12-9340-1 




PDP-1 1 




70-6557 




24 Cond 
91-7684 


Internal 
Cable 


(1)M908 
(1)12-9630 


5>/2Ft. 


PR68D 




70-6575 




91-7540 


Plug Cable 

Assy 


(1)12-4660 


77 In. 


H307 




70-6577 




RG62U 


Coax Cable 

Assy 


(2)12-3478 


35 Ft. 


VT15 




70-6578 




91-7540 


Conn. Cable 

Assy 


(2)12-9629 
(1)12-9687 


2 Ft. 6 In. 


H307 




70-6592 




Flexprint 
91-5692-4 


Photo Trans. 

Assy 


(1)W077 
(1)54-8656 


m In. 


PR68D 




70-6593 




6 Cond 
Belden 


Teletype 
Cable 


(1)4915 
(1)12-9340-1 


12 Ft. 


ASR33 




70-6594 




6 Cond 
Belden 


Teletype 
Cable 


(1)12-9340-1 


12 Ft. 


KSR33 




70-6600-1 




91-7708 


Power 
Jumper 


(1)12-9570 
(2)12-9643 


8 Ft. 


RP02 





Cable Cross References List 



EDP 


BC 


DESCRIPTION 


MODULE 




USED 






NUMBER 


NUMBER 


Cable Type 


Function 


ENDING 


LENGTH 


ON 


REMARKS 




70-6601-2 




91-7705 


Unit Cable 


(1)W021 
(1)12-9843 


25 Ft. 


RP02 






70-6601-3 




91-7705 


Unit Cable 


(1)W021 
(1)12-9843 


40 Ft. 


RP02 


, 




70-6606 




22 Cond 


Interface 
Cable 


(1)M904 
(1)12-9726 


24 Ft. 


LS06 






70-6632-1 




91-7575 


Keyboard 
Cable 


(1)W023 


24 In. 


VT02 






70-6632-2 




91-7575 


Keyboard 
Cable 


(1)W023 


30 In. 


VT02 






70-6641 




91-7599 


D&C Cable 


(2)M912 


22 In. 


VT15 






70-6659 




91-9680 


Keyboard 
Cable 


(2)W028 


25 Ft. 


LK35 






70-6683 




Strd Wire 


Power Wiring 
Cable 


Remarks 


33 In. 


AA15 


(1)12-9340-1 (13)12-9378 (1)12-9351 


-9 


70-6686 




Variable 


Intensity Cont 
Cable 


Remarks 


45 In. 


VT04 


(1)12-8478 (1)W028 (1)12-9895 




70-6691 




Strd Wire 


& or - 1 5 
Power Cable 


(1)12-9351-9 
(1)12-9340-1 


13.25 In. 


VT15 






70-6694 






Harness 


expendable 


36 In. 


DF32D 






70-6695 






Harness 


expendable 


Var. 


TU56 






70-6696 






Harness 


expendable 


Var. 


TU56 






70-6697 






Harness 


expendable 


Var. 


TU56 






70-6761-2 






Ground Cable 


expendable 


25 Ft. 


RPOl 






74-4598 






Wiring 
Harness 


(8)W026 




PDP8 






74-4599 




Flexpriiit 


Remarks 


(2)W034 


1 Ft. 6 In. 


PDP8/184 


Inter-chassis connector 




74-4996 






Scope Cable 




10 Ft. 


PDP8 






74-501 1 




Strd Wire 


TTY Cable 


(1)W076 


12 Ft. 


KSR 






74-5151-1 


BC02S-35 


20 Cond. 
Ribbon 


Comm Conn 


(2)W023 


40 in. 


TU55/DC08C 


No jumper conn - with teflon sleeving 





Cable Cross References List 



EDP 
NUMBER 


BC 
NUMBER 


DESC 

Cable Type 


RIPTION 

Function 


MODULE 
ENDING 


LENGTH 


USED 
ON 


REMARKS 


74-5151-2 


BC02S-5 


20 Cond. 
Ribbon 


Comm Conn 


(2)W023 


60 In. 


TU55/DC08C 




74-5151-3 


BC02S-1 


20 Cond. 
Ribbon 


Comm Conn 


(2)W023 


12 In. 


TU55/DC08C 




74-5151-4 


BC02S-1.5 


20 Cond. 
Ribbon 


Comm Conn 


(2)W023 


18 in. 


TU55/DC08C 


Has jumpers - sleeving 


74-5152-1 




Red Micro 
Dot 


HeadB 
Cable 


(2)W032 


3 Ft. 


TU55 




74-5152-2 




Red Micro 
Dot 


HeadB 
Cable 


(2)W032 


5 Ft. 


TU55 




74-5470 




Extension 


Cord 


(1)12-1265 


9 Ft. 






74-5524-1 




22AWG 
Wire 


Assy 


(2)W021 


34 In. 


AF17 




74-5524-2 




22AWG 
Wire 


Assy 


(2)W021 


78 In. 


AF17 




74-5524-3 




22AWG 
Wire 


Assy 


(2)W021 


20 In. 


AF17 




74-5552-2 


BC03E-1 


Flexprint 


I/O Cable 


(2)W031 


12 in. 


UK 




74-5552-3 


BC03E-1.5 


Flexprint 


I/O Cable 


(2)W031 


18 in. 


UK 




74-5552-8 


BC03E-4 


Flexprint 


I/O Cable 


(2)W031 


48 in. 


UK 




74-5552-10 


BC03E-6 


Flexprint 


I/O Cable 


(2)W031 


72 in. 


UK 




74-5552-11 


BC03E-7 


Flexprint 


I/O Cable 


(2)W031 


84 in. 


UK 




74-5552-12 


BC03E-8 


Flexprint 


I/O Cable 


(2)W031 


96 in. 


UK 




74-5553-1 


BC03F-5 


Flexprint 


I/O Cable 


(2)W033 


60 in. 


UK 




74-5553-5 


BC03F-5.8 


Flexprint 


I/O Cable 


(2)W033 


70 in. 


UK 




74-5553-8 


BC03F-6 


Flexprint 


I/O Cable 


(2)W033 


6 Ft. 


UK 




74-5553-10 


BC03F-3.8 


Flexprint 


I/O Cable 


(2)W033 


46 in. 


UK 


Shielded flex - a Myler 


74-5553-30 
74-5554-1 


BC03F-.3 


Flexprint 
Flexprint 


I/O Cable 
I/O Cable 


(2)W033 
(2)W034 


8 in. 
10 in. 


UK 


Requires Shielded Wire 


74-5554-5 




Flexprint 


I/O Cable 


(2)W034 


6 in. 






74-5555-7 




Flexprint 


I/O Cable 


(1)W033 
(1)W036 


50 in. 







Cable Cross References List 



EDP 


BC 


DESCRIPTION 


MODULE 




USED 




NUMBER 


NUMBER 


Cable Type 


Function 


ENDING 


LENGTH 


ON 


REMARKS 


74-5556-1 


Remarks 


Round 
Coax 


I/O Cable 


(1)W021 
(l)WOll 


1 Ft. 




If done in flat coax, becomes 
BC03B-XX 


74-5556-2 


Remarks 


Round 
Coax 


1/0 Cable 


(1)W021 
(l)WOll 


3 Ft. 




If done in flat coax, becomes 
BC03B-XX 


74-5556-3 


Remarks 


Round 
Coax 


I/O Cable 


(1)W021 
(l)WOll 


4 Ft. 




If done in flat coax, becomes 
BC03B-XX 


74-5556-4 


Remarks 


Round 
Coax 


I/O Cable 


(1)W021 
(l)WOll 


6 Ft. 




If done in flat coax, becomes 
BC03B-XX 


74-5556-5 


Remarks 


Round 
Coax 


1/0 Cable 


(1)W021 
(l)WOll 


7 Ft. 




If done in flat coax, becomes 
BC03B-XX 


74-5556-6 


Remarks 


Round 
Coax 


I/O Cable 


(1)W021 
(l)WOll 


8 Ft. 




If done in flat coax, becomes 
BC03B-XX 


74-5556-8 


Remarks 


Round 
Coax 


I/O Cable 


(1)W021 
(l)WOll 


15 Ft. 




If done in flat coax, becomes 
BC03B-XX 


74-5556-9 


Remarks 


Round 
Coax 


I/O Cable 


(1)W021 
(l)WOll 


1 Vi Ft. 




If done in flat coax, becomes 
BC03B-XX 


74-5556-7 


Remarks 


Round 
Coax 


I/O Cable 


(1)W021 
(l)WOll 


10 Ft. 




If done in flat coax, becomes 
BC03B-XX 


74-5592 


BC02F-2 


20 Cond. 
Ribbon 


Ind. Cable 


(1)W023 
(DWOIS 


24 in. 


TC58/TC59 




74-5593 




20 Cond, 
Ribbon 


Ind.Cable 


(2)W023 
(1)W018 




TC58/TC59 




74-6019 




32 AWG 


Clock Head 

Assy 


Remarks 


22 in. 


RM09 


(1)W028 (8)115-1155-432 


74-6025 






Ind Cable 


(1)W027 














Assy 


(1)143-010 


29 in. 


RM09 




74-6026 




22 AWG 


Remarks 


(2)12-5730 
(104)12-5732 


24 in. 


Var. 




74-6136 










25 Ft. 


689 AG 




74-6221 






Line Input 
Network 


(1)W028 




KW08S 





Cable Cross References List 



EDP 
NUMBER 


BC 
NUMBER 


DESC 
Cable Type 


RIPTION 

Function 


MODULE 
ENDING 


LENGTH 


USED 
ON 


REMARKS 


74-6308 




19 Cond. 
Flexprint 


Data Head 
Harness 


(1)W033 
(1)50-4071 




DF32 




74-7067-1 




Flexprint 


Remarks 


(4)1712-IB-PC 
(2)W033 


4 Ft. 


PC8L 


Punch and reader cable 


74-7224 






Test Conn 


(1)M901 
Remarks 






(1)10-00026 (1)12-4975 (1)12-05885 


74-7226-1 


BCOlA-25 


5 Cond. 


Cable Assy 
Data Cable 


Remarks 
Remarks 


25 Ft. 




(1)W853 (1)12-5886 (1)12-5885 
(1)M850 (1)DB-25P (l)DB-5122b-l 




BCOlB-25 


Belden 
1.5 Cond. 
Belden 


Cable Assy 


Remarks 


25 Ft. 


DC08G 


(1)W855 (1)12-5886 (1)12-5885 




BCOlC-25 


5 Cond. 
Belden 


Data Cable 


Remarks 


25 Ft. 




(1)G857 (1)DB25P (1)DB5122B-1 




BCOIF 


91-7684 


Conn Cable 


(1)M908 
(1)12-3466 


25 Ft. 


PP67C 






BCOIH 


91-7684 


Conn Cable 


(1)M908 
(1)12-3466 


25 Ft. 


PR68D 






BC02X-3 


20 Cond. 
Ribbon 


Ribbon 
Cable 


(2)M908 


3 Ft. 


TU56 






BC02X-5 


20 Cond. 
Ribbon 


Ribbon 
Cable 


(2)M908 


5 Ft. 


TU56 






BC02X-7 


20 Cond. 
Ribbon 


Ribbon 
Cable 


(2)M908 


7 Ft. 


TU56 






BC02X-10 


20 Cond. 
Ribbon 


Ribbon 
Cable 


(2)M908 


10 Ft. 


TU56 






BC02X-15 


20 Cond. 
Ribbon 


Ribbon 
Cable 


(2)M908 


15 Ft. 


TU56 






BC02X-25 


20 Cond. 
Ribbon 


Ribbon 
Cable 


(2)M908 


25 Ft. 


TU56 






BC08A-1 


91-7804 
Flexprint 


I/O Cable 


(2)M903 


1 Ft. 


Var. 





Cable Cross References List 



EDP 


BC 


DESCRIPTION 


MODULE 




USED 




NUMBER 


NUMBER 


Cable Type 


Function 


ENDING 


LENGTH 


ON 


REMARKS 




BC08A-2 


91-7804 
Flexprint 


I/O Cable 


(2)M903 


2 Ft. 


Var. 






BC08A-3 


91-7804 
Flexprint 


I/O Cable 


(2)M903 


3 Ft. 


Var. 






BC08A-4 


91-7804 
Flexprint 


I/O Cable 


(2)M903 


4 Ft. 


Var. 






BC08A-5 


91-7804 
Flexprint 


I/O Cable 


(2)M903 


5 Ft. 


Var. 






BC08A-6 


91-7804 
Flexprint 


I/O Cable 


(2)M903 


6 Ft. 


Var. 






BC08A-7 


91-7804 
Flexprint 


I/O Cable 


(2)M903 


7 Ft. 


Var. 






BC08A-8 


91-7804 
Flexprint 


I/O Cable 


(2)M903 


8 Ft. 


Var. 






BC08A-9 


91-7804 
Flexprint 


I/O Cable 


(2)M903 


9 Ft. 


Var. 






BC08A-10 


91-7804 
Flexprint 


I/O Cable 


(2)M903 


10 Ft. 


Var. 






BC08A-1 1 


91-7804 
Flexprint 


I/O Cable 


(2)M903 


3V2 Ft. 


Var. 






BC08A-15 


91-7804 
Flexprint 


I/O Cable 


(2)M903 


15 Ft. 


Var. 






BC08A-25 


91-7804 
Flexprint 


I/O Cable 


(2)M903 


25 Ft. 


Var. 






BC08B-1 


91-7570 
9 Cond. 
Coax 


I/O Cable 


(2)M904 


1 Ft. 








BC08B-2 


91-7570 
9 Cond. 


I/O Cable 


(2)M904 


2 Ft. 










Coax 













Cable Cross References List 



EDP 


BC 


DESCRIPTION 


MODULE 




USED 




NUMBER 


NUMBER 


Cable Type 


Function 


ENDING 


LENGTH 


ON 


REMARKS 




BC08B-3 


91-7570 
9 Cond. 
Coax 


I/O Cable 


(2)M904 


3 Ft. 








BC08B-4 


91-7570 
9 Cond. 
Coax 


I/O Cable 


(2)M904 


4 Ft. 








BC08B-5 


91-7570 
9 Cond. 
Coax 


I/O Cable 


(2)M904 


5 Ft. 








BC08B-6 


91-7570 
9 Cond. 
Coax 


I/O Cable 


(2)M904 


6 Ft. 








BC08B-7 


91-7570 
9 Cond. 
Coax 


I/O Cable 


(2)M904 


7 Ft. 








BC08B-8 


91-7570 
9 Cond. 
Coax 


I/O Cable 


(2)M904 


8 Ft. 








BC08B-9 


91-7570 
9 Cond. 
Coax 


I/O Cable 


(2)M904 


9 Ft. 








BC08C-1 


91-5692 
Flexprint 


I/O Cable 


(1)M903 
(2)W031 


1 Ft. 








BC08C-2 


91-5692 
Flexprint 


I/O Cable 


(1)M903 
(2)W031 


2 Ft. 








BC08C-3 


91-5692 
Flexprint 


I/O Cable 


(1)M903 
(2)W031 


3 Ft. 








BC08C-4 


91-5692 
Flexprint 


I/O Cable 


(1)M903 
(2)W031 


4 Ft. 








BC08C-5 


91-5692 
Flexprint 


I/O Cable 


(1)M903 
(2)W031 


5 Ft. 







Cable Cross References List 



EDP 


BC 


DESCRIPTION 


MODULE 




USED 




NUMBER 


NUMBER 


Cable Type 


Function 


ENDING 


LENGTH 


ON 


REMARKS 




BC08C-6 


91-5692 
Flexprint 


I/O Cable 


(1)M903 
(2)W031 


6 Ft. 








BC08C-7 


91-5692 
Flexprint 


I/O Cable 


(1)M903 
(2)W031 


7 Ft. 








BC08C-8 


91-5692 
Flexprint 


I/O Cable 


(1)M903 
(2)W031 


8 Ft. 








BC08C-9 


91-5692 
Flexprint 


I/O Cable 


(1)M903 
(2)W031 


9 Ft. 








BC08C-10 


91-5692 
Flexprint 


1/0 Cable 


(1)M903 
(2)W031 


10 Ft. 








BC08C-15 


91-5692 
Flexprint 


I/O Cable 


(1)M903 
(2)W031 


15 Ft. 








BC08C-25 


91-5692 
Flexprint 


I/O Cable 


(1)M903 
(2)W031 


25 Ft. 








BC08D-1 


91-7570 
9 Cond. 
Coax 


I/O Cable 


(1)M904 
(2)W011 


1 Ft. 








BC08D-2 


91-7570 
9 Cond 
Coax 


I/O Cable 


(1)M904 
(2)W011 


2 Ft. 








BC08D-3 


91-7570 
9 Cond. 
Coax 


I/O Cable 


(1)M904 
(2)W011 


3 Ft. 








BC08D^ 


91-7570 
9 Cond. 
Coax 


I/O Cable 


(1)M904 
(2)W011 


4 Ft. 








BC08D-5 


91-7570 
9 Cond. 
Coax 


I/O Cable 


(1)M904 
(2)W01 1 


6 Ft. 




Items 308-334 do not follow the length 
called out in the BC numbers, these are 
for in-house purposes only. 




BC08D-6 


91-7570 
9 Cond. 
Coax. 


I/O Cable 


(1)M904 
(2)W01 1 


7 Ft. 




When ordering from Module Administra- 
tion specify correct length in BC code. 



Cable Cross References List 



EDP 
NUMBER 


BC 
NUMBER 


DESC 
Cable Type 


RIPTION 

Function 


MODULE 
ENDING 


LENGTH 


USED 
ON 


REMARKS 




BC08D-7 


91-7570 
9 Cond. 
Coax ' 


I/O Cable 


( DM 904 
(2)W011 


8 Ft. 








BC08D-8 


91-7570 
9 Cond. 
Coax 


I/O Cable 


(1)M904 
(2)W011 


10 Ft. 




' 




BC08D-9 


91-7570 
9 Cond. 
Coax 


I/O Cable 


(1)M904 
(2)W011 


15 Ft. 








BC08F 


91-5692-1 


I/O Cable 


(1)M903 
(1)M925 


6 Ft. 


PCll 






BC09B-1 


91-7599 
72 Cond. 


Cable Assy 


Remarks 


2 Ft. 


PDF 15 


(2)74-5642 (2)74-5635 (4)M912 
(2)12-9377-1 




BC09B-2 


91-7599 
72 Cond. 


Cable Assy 


Remarks 


3 Ft. 


PDP15 


(2)74-5642 (2)74-5635 (4)M912 
(2)12-9377-1 




BC09B-3 


91-7599 
72 Cond. 


Cable Assy 


Remarks 


4 Ft. 


PDP15 


(2)74-5642 (2)74-5635 (4)M912 
(2)12-9377-1 




BC09B-4 


91-7599 


Cable Assy 


Remarks 


5 Ft. 


POP 15 


(2)74-5642 (2)74-5635 (4)M912 




BC09B-5 


72 Cond. 
91-7599 
72 Cond. 


Cable Assy 


Remarks 


7 Ft. 


PDP15 


(2)12-9377-1 

(2)74-5642 (2)74-5635 (4)M912 

(2)12-9377-1 




BC09B-6 


91-7599 
72 Cond. 


Cable Assy 


Remarks 


10 Ft. 


PDP15 


(2)74-5642 (2)74-5635 (4)M912 
(2)12-9377-1 




BC09B-7 


91-7599 
72 Cond. 


Cable Assy 


Remarks 


12 Ft. 


PDP15 


(2)74-5642 (2)74-5635 (4)M912 
(2)12-9377-1 




BC09B-8 


91-7599 
72 Cond. 


Cable Assy 


Remarks 


15 Ft. 


PDP15 


(2)74-5642 (2)74-5635 (4)M912 
(2)12-9377-1 




BC09B-9 


91-7599 
72 Cond. 


Cable Assy 


Remarks 


25 Ft. 


POP 15 


(2)74-5642 (2)74-5635 (4)M912 
(2)12-9377-1 




BC09B-10 


91-7599 
72 Cond. 


Cable Assy 


Remarks 


50 Ft. 


POP 15 


(2)74-5642 (2)74-5635 (4)M912 
(2)12-9377-1 



Cable Cross References List 



EDP 


BC 


DESCRIPTION 


MODULE 




USED 




NUMBER 


NUMBER 


Cable Type 


Function 


ENDING 


LENGTH 


ON 


REMARKS 




BC09B-1 1 


91-7599 
72 Cond. 


Cable Assy 


Remarks 


100 Ft 


PDF 15 


(2)74-5642 (2)74-5635 (4)M912 
(2)12-9377-1 




BC09C-1 


72 Cond. 
Belden 


Cable Assy 


Remarks 


2 Ft. 


PDP15 


(4)W850 (3)74-5639 (3)74-5642 
(3)12-9377-1 (2)M912 




BC09C-2 


72 Cond. 
Belden 


Cable Assy 


Remarks 


3 Ft. 


PDP15 


(4)W850 (3)74-5639 (3)74-5642 
(3)12-9377-1 (2)M912 




BC09C-3 


72 Cond. 
Belden 


Cable Assy 


Remarks 


4 Ft. 


POP 15 


(4)W850 (3)74-5639 (3)74-5642 
(3)12-9377-1 (2)M912 




BC09C-4 


72 Cond. 
Belden 


Cable Assy 


Remarks 


5 Ft. 


POP 15 


(4)W850 (3)74-5639 (3)74-5642 
(3)12-9377-1 (2)M912 




BC09C-5 


72 Cond. 
Belden 


Cable Assy 


Remarks 


7 Ft. 


PDP15 


(4)W850 (3)74-5639 (3)74-5642 
(3)12-9377-1 (2)M912 




BC09C-6 


72 Cond. 
Belden 


Cable Assy 


Remarks 


10 Ft. 


PDP15 


(4)W850 (3)74-5639 (3)74-5642 
(3)12-9377-1 (2)M912 




BC09C-7 


72 Cond. 
Belden 


Cable Assy 


Remarks 


12 Ft. 


PDP15 


(4)W850 (3)74-5639 (3)5642 
(3)12-9377-1 (2)M912 




BC09C-8 


72 Cond. 
Belden 


Cable Assy 


Remarks 


18 Ft. 


PDP15 


(4)W850 (3)74-5639 (3)74-5642 
(3)12-9377-1 (2)M912 




BC09C-9 


72 Cond. 
Belden 


Cable Assy 


Remarks 


25 Ft. 


PDP15 


(4)W850 (3)74-5639 (3)74-5642 
(3)12-9377-1 (2)M912 




BC09C-10 


72 Cond. 
Belden 


Cable Assy 


Remarks 


50 Ft. 


PDP15 


(4)W850 (3)74-5639 (3)12-9377-1 
(2)M912 (3)74-5642 




BC09C-! 1 


72 Cond. 
Belden 


Cable Assy 


Remarks 


100 Ft. 


PDP15 


(4)W850 (3)74-5639 (3)12-9377-1 
(2)M912 (3)74-5642 




BC11A-8F 


91-5692-6 


I/O Cable 


(1)M929 
(1)M919 


8.5 Ft. 


PDPll 






BC14A-3 


20 Cond. 
Ribbon 


Cable Assy 


(1)G777 
(1)G783 


3 Ft. 


PDP14 






BC14A-5 


20 Cond. 
Ribbon 


Cable Assy 


(1)G777 
(1)G783 


5 Ft. 


PDP14 






BC14A-7 


20 Cond. 


Cable Assy 


(1)G777 


7 Ft. 


PDP14 








Ribbon 




(i)G783 









Cable Cross References List 



EDP 
NUMBER 


BC 
NUMBER 


DESC 

Cable Type 


RIPTION 

Function 


MODULE 
ENDING 


LENGTH 


USED 
ON 


REMARKS 




BC14A-10 


20 Cond. 
Ribbon 


Cable Assy 


(1)G777 
(1)G783 


10 Ft. 


PDP14 






BC14A-15 


20 Cond. 
Ribbon 


Cable Assy 


(1)G777 
(1)G783 


15 Ft. 


PDP14 






BC14A-25 


20 Cond. 
Ribbon 


Cable Assy 


(1)G777 
(1)G783 


25 Ft. 


PDP14 






BCL2A-1 


8774 


Trunk Line 


(2)12-9264 


25 Ft. 


POP 12 


Items 341-357 are not the same length as 




BCL2A-2 


Belden 
8774 


Cable 
Trunk Line 


(2)12-9264 


50 Ft. 


PDP12 


specified in the BC numbers. 

When ordering from Module Administra- 




BCL2A-3 


Belden 

8774 

Belden 


Cable 

Trunk Line 
Cable 


(2)12-9264 


75 Ft. 


POP 12 


tion specify correct length in the BC code 
number. 




BCL2A-4 


8774 
Belden 


Trunk Line 
Cable 


(2)12-9264 


100 Ft. 


POP 12 






BCL2A-5 


8774 
Belden 


Tnink Line 
Cable 


(2)12-9264 


125 Ft. 


PDP12 






BCL2A-6 


8774 
Belden 


Trunk Line 
Cable 


(2)12-9264 


150 Ft. 


PDP12 






BCL2A-7 


8774 
Belden 


Trunk Line 
Cable 


(2)12-9264 


175 Ft. 


POP 12 






BCL2A-8 


8774 
Belden 


Trunk Line 
Cable 


(2)12-9264 


200 Ft. 


POP 12 






BCL2A-9 


8774 
Belden 


Trunk Line 
Cable 


(2)12-9264 


225 Ft. 


POP 12 






BCL2A-10 


8774 
Belden 


Trunk Line 
Cable 


(2)12-9264 


250 Ft. 


POP 12 






BCL2A-1 1 


8774 
Belden 


Trunk Line 
Cable 


(2)12-9264 


275 Ft. 


PDP12 






BCL2A-12 


8774 


Trunk Line 


(2)12-9264 


Special 


POP 12 








Belden 


Cable 











Cable Cross References List 



EDP 


BC 


DESCRIPTION 


MODULE 




USED 




NUMBER 


NUMBER 


Cable Type 


Function 


ENDING 


LENGTH 


ON 


REMARKS 




BCL2B-1 


3 Cond. 

8771 

Belden 


Cable Assy 


(2)12-9263 


5 Ft. 


PDP12 






BCL2B-2 


3 Cond. 

8771 

Belden 


Cable Assy 


(2)12-9263 


10 Ft. 


PDF 12 






BCL2B-3 


3 Cond. 

8771 

Belden 


Cable Assy 


(2)12-9263 


15 Ft. 


PDP12 






BCL2B-4 


3 Cond. 

8771 

Belden 


Cable Assy 


(2)12-9263 


20 Ft. 


PDP12 






BCL2B-5 


3 Cond. 

8771 

Belden 


Cable Assy 


(2)12-9263 


Special 


POP 12 






See 1970 Logic Handbook for a listing of standard ribbons, Mylar and flat coaxial cables. 






BC02A-XX 


Ribbon 




WOll-WOll 


Standard 








BC02E-XX 


Ribbon 




W011-W028 


lengths are 








BC02F-XX 


Ribbon 




W018-W023 


3,5,7,10, 








BC02H-XX 


Ribbon 




W018-W027 


15,&25Ft. 




Single lengths of 19 conductor 




BC02J-XX 


Ribbon 




W020-W020 






ribbon cable 




BC02K-XX 


Ribbon 




W020-W023 










BC02L-XX 


Ribbon 




W021-W021 


Non-standard 








BC02M-XX 


Ribbon 




W021-W022 


lengths are 








BC02P-XX 


Ribbon 




W022-W022 


any lengths 








BC02S-XX 


Ribbon 




W023-W023 


not listed 








BC02T-XX 


Ribbon 




W023-W027 










BC02U-XX 


Ribbon 




W024-W024 










BC02W-XX 


Ribbon 




W028-W028 










BC02Y-XX 


Ribbon 




W011-W021 









Cable Cross References List 



EDP 


BC 


DESCRIPTION 


MODULE 




USED 




NUMBER 


NUMBER 


Cable Type 


Function 


ENDING 


LENGTH 


ON 


REMARKS 




BC03A-XX 


Flat Coaxial 




WOll-WOll 


Standard 




Single lengths of 9 conductor 




BC03B-XX 


Flat Coaxial 




W011-W021 


lengths are 




flat coaxial cable 




BC03C-XX 


Flat Coaxial 




W021-W021 


3,5,7,10, 








BC03D-XX 


Flat Coaxial 




W021-W022 


15 & 25 Ft. 








BC03E-XX 


Mylar (flexprint) 




W031-W031 


Standard 




Single lengths of 1 9 conductor 




BC03F-XX 


Mylar (flexprint) 




W033-W033 


lengths are 
3,5,7,10,15 
& 25 Ft. 




Mylar (flexprint) cable 




BC04A-XX 


Ribbon 




won 










BC04B-XX 


Ribbon 




W018 


Standard 




Single lengths of 1 9 conductor 




BC04C-XX 


Ribbon 




W020 


lengths are 




ribbon cable 




BC04D-XX 


Ribbon 




W021 


3,5,7,10,15 








BC04E-XX 


Ribbon 




W022 


& 25 Ft. 








BC04F-XX 


Ribbon 




W023 










BC04H-XX 


Ribbon 




W024 










BC04J-XX 


Ribbon 




W027 










BC04K-XX 


Ribbon 




W028 










BC04L-XX 


Flat Coaxial 




won 


Standard 




Single lengths of 9 conductor 




BC04M-XX 


Flat Coaxial 




W021 


lengths are 




flat coaxial cable 




Be04N-XX 


Flat Coaxial 




W022 


3,5,7,10,15 
& 25 Ft. 








BC08A-XX 


Mylar (flexprint) 




M903-M903 


Standard 
lengths are 
1 to 10 Ft., 

15, & 25 Ft. 




Double lengths of 1 %" 1 9 conductor 
Mylar (flexprint) cable 




BC08B-XX 


Flat Coaxial 




M904-M904 


Standard 
lengths are 1 to 
10 Ft., 15,& 




Double lengths of 9 conductor 
flat coaxial cable 












25 Ft. 







Cable Cross References List 



EDP 


BC 


DESCRIPTION 


MODULE 




USED 




NUMBER 


NUMBER 


Cable Type 


Function 


ENDING 


LENGTH 


ON 


REMARKS 




BC08C-XX 


Mylar 
(flexprint) 




M903,2-W031 


Standard Igths 
are 1 to 10 ft., 
1 5 & 25 ft. 




Double lengths of 1 *^" 1 9 conductor 
Mylar (flexprint) 

Cable running from double sided board 
to two single sided boards 




BC08D-XX 


Flat Coaxial 




M904,2-W011 


Standard Igths 
are 1 to 10 ft., 
15, & 25 ft. 




Double lengths of 9 conductor flat 
coaxial cable 

Cable running from double sided board 
to two single sided boards 




BC12A-25 


91-7582 


External 
Scope 


(1)12-9277 
(1)12-3466 


25 Ft. 


PDF- 12 






BC12A-50 


91-7582 


External 
Scope 


(1)12-9277 
(1)12-3466 


50 Ft. 


PDF- 12 






BC12A-A0 


91-7582 


External 
Scope 


(1)12-9277 
(1)12-3466 


100 Ft. 


PDP-12 






BC12A-A5 


91-7582 


External 
Scope 


(1)12-9277 
(1)12-3466 


150 Ft. 


PDP-12 






BC12A-B0 


91-7582 


External 
Scope 


(1)12-9277 
(1)12-3466 


200 Ft. 


PDP-12 






BC14A-3 


91-7575 


I/O Cable 


(1)G782 
(1)G777 


3 Ft. 


PDP-14 






BC14A-7 


91-7575 


1/0 Cable 


(1)G782 
(1)G777 


7 Ft. 


PDP-14 






BC14A-10 


91-7575 


I/O Cable 


(1)G782 
(1)G777 


10 Ft. 


PDP-14 






BC14A-15 


91-7575 


I/O Cable 


(1)G782 
(1)G777 


15 Ft. 


PDP-14 






BC14A-25 


91-7575 


I/O Cable 


(1)G782 
(1)G777 


25 Ft. 


PDP-14 





Cable Used in PDP-8 Family 




CABLE 


EDP 


BC 


CABLE 








TYPE 


NUMBER 


NUMBER 


DESCRIPTION 


LENGTH 


REMARKS 


1/0 Cable 




BC08D-1 


Coax Cable 


1 Ft. 


BC08D and BC08C are single sided to double 










M904 - (2)W011 




sided cables (PDP-8L) 




1/0 Cable 




BC08D-2 


Coax Cable 
M904 - (2)W011 


2 Ft. 






1/0 Cable 




BC08D-3 


Coax Cable 
M904 - (2)W011 


3 Ft. 






I/O Cable 




BC08D-4 


Coax Cable 
M904 - (2)W011 


4 Ft. 






1/0 Cable 




BC08D-5 


Coax Cable 
M904 - (2)W011 


5 Ft. 






1/0 Cable 




BC08D-6 


Coax Cable 
M904 - (2)W011 


6 Ft. 






1/0 Cable 




BC08D-7 


Coax Cable 
M904 - (2)W011 


7 Ft. 






I/O Cable 




BC08D-8 


Coax Cable 
M904 - (2)W011 


8 Ft. 






1/0 Cable 




BC08D-9 


Coax Cable 
M904 - (2)W011 


9 Ft. 






1/0 Cable 




BC08D-10 


Coax Cable 
M904 - (2)W011 


10 Ft. 






I/O Cable 




BC08C-1 


Mylar Cable 
M903 - (2)W031 


1 Ft. 






I/O Cable 




BC08C-2 


Mylar Cable 
M903 - (2)W031 


2 Ft. 






1/0 Cable 




BC08C-3 


Mylar Cable 
M903 - (2)W031 


3 Ft. 






I/O Cable 




BC08C-4 


Mylar Cable 
M903 - (2)W031 


4 Ft. 






1/0 Cable 




BC08C-5 


Mylar Cable 
M903 - (2)W031 


5 Ft. 






1/0 Cable 




BC08C-6 


Mylar Cable 


6 Ft. 












M903 - (2)W031 







Cable Used in PDP-8 Family 




CABLE 
TYPE 


EDP 
NUMBER 


BC 
NUMBER 


CABLE 
DESCRIPTION 


LENGTH 


REMARKS 


I/O Cable 




BC08C-7 


Mylar Cable 


7 Ft. 






I/O Cable 




BC08C-8 


M903 - (2)W031 
Mylar Cable 


8 Ft. 






I/O Cable 




BC08C-9 


M903 - (2)W031 
Mylar Cable 


9 Ft. 






I/O Cable 




BC08C-10 


M903 - (2)W031 
Mylar Cable 


10 Ft. 






I/O Cable 




BC08B-1 


M903 - (2)W031 
Coax Cable 


IFt. 


BC08A and BC08B are double sided to double 




I/O Cable 




BC08B-2 


(2) M904 
Coax Cable 


2 Ft. 


sided interface cables (PDP-8 1) 




I/O Cable 




BC08B-3 


(2) M904 
Coax Cable 


3 Ft. 






I/O Cable 




BC08B-4 


(2) M904 
Coax Cable 


4 Ft. 






I/O Cable 




BC08B-5 


(2) M904 
Coax Cable 


5 Ft. 






I/O Cable 




BC08B-6 


(2) M904 
Coax Cable 


6 Ft. 






I/O Cable 




BC08B-7 


(2) M904 
Coax Cable 


7 Ft. 






I/O Cable 




BC08B-8 


(2) M904 
Coax Cable 


8 Ft. 






I/O Cable 




BC08B-9 


(2) M904 
Coax Cable 


9 Ft. 






I/O Cable 




BC08B-10 


(2) M904 
Coax Cable 


10 Ft. 






I/O Cable 




BC08A-1 


(2) M904 
Mylar Cable 
(2) M903 


1 Ft. 





Cable Used in PDP-8 Family 




CABLE 


EDP 


BC 


CABLE 








TYPE 


NUMBER 


NUMBER 


DESCRIPTION 


LENGTH 


REMARKS 


I/O Cable 




BC08A-2 


Mylar Cable 


2 Ft. 












(2) M903 








I/O Cable 




BC08A-3 


Mylar Cable 
(2) M903 


3 Ft, 






I/O Cable 




BC08A-4 


Mylar Cable 
(2) M903 


4 Ft. 






I/O Cable 




BC08A-5 


Mylar Cable 
(2) M903 


5 Ft. 






I/O Cable 




BC08A-6 


Mylar Cable 
(2) M903 


6 Ft. 






1/0 Cable 




BC08A-7 


Mylar Cable 
(2) M903 


7 Ft. 






I/O Cable 




BC08A-8 


Mylar Cable 
(2) M903 


8 Ft. 






I/O Cable 




BC08A-9 


Mylar Cable 
(2) M903 


9 Ft. 






I/O Cable 




BC08A-10 


Mylar Cable 
(2) M903 


10 Ft. 


« 




I/O Cable 


74-05556-1 




Coax Cable 
won - 18C-W021 


1.5 Ft. 


Negative Bus 




I/O Cable 


74-05556-4 




Coax Cable 
won -72C-W021 


6 Ft. 


Requires 6-9 conductor cable assembly - 
programmed I/O and Interrupt 




I/O Cable 


74-05556-7 




Coax Cable 
won - 120C-W021 


10 Ft. 






I/O Cable 


74-05556-8 




Coax Cable 
won - 180C-W021 


15 Ft. 





Cable Used in PDP-9 Family 




CABLE 


EDP 


BC 


CABLE 








TYPE 


NUMBER 


NUMBER 


DESCRIPTION 


LENGTH 


REMARKS 


I/O Cable 


70-5313-1 


BC09A-2 


36 Pair 


2 Ft. 


(4)W850 (4)74-5560 (4)74-5639 










Mohawk Cable 




(4)74-5642 (2)74-6253 




I/O Cable 


70-5313-2 


BC09A-7 


36 Pair 
Mohawk Cable 


7 Ft. 






I/O Cable 


70-5313-3 


BC09A-10 


36 Pair 
Mohawk Cable 


10 Ft. 






I/O Cable 


70-5313-4 


BC09A-15 


36 Pair 
Mohawk Cable 


15 Ft. 






I/O Cable 


70-5313-5 


BC09A-25 


36 Pair 
Mohawk Cable 


25 Ft. 






I/O Cable 


70-5313-6 


BC09A-100 


36 Pair 
Mohawk Cable 


100 Ft. 

1 






I/O Cable 


70-5313-7 


BC09A-3 


36 Pair 
Mohawk Cable 


3 Ft. 






I/O Cable 


7Ch5313-8 


BC09A-4 


36 Pair 
Mohawk Cable 


4 Ft. 






I/O Cable 


70-5313-9 


BC09A-5 


36 Pair 
Mohawk Cable 


5 Ft. 






I/O Cable 


70-5313-10 


BC09A-13 


36 Pair 
Mohawk Cable 


13 Ft. 






I/O Cable 


70-5313-11 


BC09A-50 


36 Pair 
Mohawk Cable 


50 Ft. 





Cable Used in PDP-10 Family 








CABLE 


EDP 


BC 


CABLE 








TYPE 


NUMBER 


NUMBER 


DESCRIPTION 


LENGTH 


REMARKS 


9 Conductor 




BClOA-5 


Single Bus Cable 


5 Ft. 


H351 Connector assembly 




Coax Cable 














9 Conductor 




BClOA-7 


Single Bus Cable 


7 Ft. 


Two BCIOA cables assemblies are required for 




Coax Cable 










each PDP-10 bus. 




9 Conductor 




BClOA-10 


Single Bus Cable 


10 Ft. 






Coax Cable 














9 Conductor 




BClOA-15 


Single Bus Cable 


15 Ft. 






Coax Cable 














9 Conductor 




BClOA-25 


Single Bus Cable 


25 Ft. 






Coax Cable 














9 Conductor 




BClOA-35 


Single Bus Cable 


35 Ft. 






Coax Cable 














9 Conductor 




BCIOB 


Margin Check 


Standard 


Standard length 5', T, 1 0', 1 5' and 25' and 35'. 




Coax Cable 


7005459 
7005463 
7005469 


BSlOA-5 

BSlOA-7 

BSlOA-10 

BSlOA-15 

BSlOA-25 

BSlOA-35 


Complete Bus Cable 
Complete Bus Cable 
Complete Bus Cable 
Complete Bus Cable 
Complete Bus Cable 
Complete Bus Cable 
Indicator Cable Assembly 
30 ^2 Pulse Cable Assembly 
Level Terminator Assembly 


5 Ft. 
7 Ft. 
10 Ft. 
15 Ft. 
25 Ft. 
35 Ft. 


W012-W250 
G799 - G799 
G796 - G796 



Cable Used in PDP-1 1 Family 



CABLE 
TYPE 



EDP 
NUMBER 



BC 
NUMBER 



CABLE 
DESCRIPTION 



LENGTH 



REMARKS 



I/O Cable 

I/O Cable 
I/O Cable 
I/O Cable 
I/O Cable 
I/O Cable 



BCllA-2 

BCllA-5 

BC11A-8A 

BCllA-10 

BCllA-15 

BCllA-25 



1 20 Conductor Flexprint 

1 20 Conductor Flexprint 
1 20 Conductor Flexprint 
1 20 Conductor Flexprint 
1 20 Conductor Flexprint 
1 20 Conductor Flexprint 



2 Ft. 

5 Ft. 
8'6" 
10 Ft. 
15 Ft. 
25 Ft. 



120 signal consist of the 56 unibus Unes plus 64 
grounds (signals and grounds alternate) 



Cable Used in PDP-1 2 Family 




CABLE 


EDP 


BC 


CABLE 








TYPE 


NUMBER 


NUMBER 


DESCRIPTION 


LENGTH 


REMARKS 


8774 Beldcn 




BC12A-1 


Trunk Line Cable 


25 Ft. 






8774 Belden 




BC12A-2 


Trunk Line Cable 


50 Ft. 






8774 Belden 




BC12A-3 


Trunk Line Cable 


75 Ft. 






8774 Belden 




BC12A-4 


Trunk Line Cable 


100 Ft. 






8774 Belden 




BC12A-5 


Trunk Line Cable 


125 Ft. 






8774 Belden 




BC12A-6 


Trunk Line Cable 


150 Ft. 






8774 Belden 




BC12A-7 


Trunk Line Cable 


175 Ft. 






8774 Belden 




BC12A-8 


Trunk Line Cable 


200 Ft. 






8774 Belden 




BC12A-9 


Trunk Line Cable 


225 Ft. 






8774 Belden 




BC12A-10 


Trunk Line Cable 


250 Ft. 






8774 Belden 




BC12A-11 


Trunk Line Cable 


275 Ft. 






8774 Belden 




BC12A-12 


Trunk Line Cable 


Special 






3 Cond 877 1 




BC12B-1 


Trunk Line Cable 


5 Ft. 






Belden 














3 Cond 8771 




BC12B-2 


Trunk Line Cable 


10 Ft. 






Belden 














3 Cond 8771 




BC12B-3 


Trunk Line Cable 


15 Ft. 






Belden 














3 Cond 8771 




BC12B-4 


Trunk Line Cable 


20 Ft. 






Belden 














3 Cond 8771 




BC12B-5 


Trunk Line Cable 


Special 






Belden 














See PDP-8 Fan 


lily of Cables 


- Some cables u 


sed on PDP-8 are used on PDP- 


12. 





Cable Used in PDP-14 Family 



CABLE 
TYPE 



EDP 
NUMBER 



BC 
NUMBER 



CABLE 
DESCRIPTION 



LENGTH 



REMARKS 



Cable Assy 
Cable Assy 
Cable Assy 
Cable Assy 
Cable Assy 



BC14A-3 

BC14A-5 

BC14A-7 

BC14A-10 

BC14A-15 



20 Cond Ribbon 
20 Cond Ribbon 
20 Cond Ribbon 
20 Cond Ribbon 
20 Cond Ribbon 



3 Ft. 
5 Ft. 
7 Ft. 
10 Ft. 
15 Ft. 



Cable Used in PDP-15 Family 



CABLE 
TYPE 



Cable Assy 
Cable Assy 
Cable Assy 



EDP 
NUMBER 



BC 
NUMBER 



BC09A-X 
BC09B-X 
BC09C-X 



CABLE 
DESCRIPTION 



Interconnecting negative 
logic devices 
Interconnecting positive 
logic devices 
DW-15 to 1st negative 
logic device 



LENGTH 



REMARKS 



See PDP-9/PDP-9L Interface Manual 



Two BC09 Cables - (2) M912 



(1) M912 (2) BC09 Cables (2) W850 



Printed in U.S.A. 



047X 00870 ANJ 
C 12 01 



